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BID office - start of shift - briefing 


Business check - 1810 Cahuenga - 7/11 store - checked 
with Marlene - no problems to report 


Business check - 6407 Sunset - Jbox - checked with Maria 
inside the location and the surrounding parking lot - no 
problems to report 


Radio call - 1600 Vine - Capitol Records - r/p reports a 415 
person attempting to enter the location without approval. 
Upon arrival, we contacted the Security Officer (Greg) who 
told us that a m/w/a approx 25 yrs attempted to enter the 
front location without proper credentials. 


Subject was GOA upon our arrival and was last seen walking 
e/b on Hollywood Blvd. We advised the S/O to call back if the 
subject returned. 


Business check - Franklin & Highland - Valero gas station - 
checked with attendant - no problems to report 


Business check - Franklin & Highland - Church - checked 
with security inside the parking lot for transient activity - no 
problems to report 


Contact - Wilcox & Hollywood - contacted a m/w/a transient 
sleeping on the sidewalk blocking pedestrian traffic - subject 
was uncooperative and refused to supply us with any 
information for a questioner or FI card. 


Business check - 6638 Hollywood - contacted business 
owner (Gary) no problems to report 


Business check - 1600 Vine - Wells Fargo - checked with 
Security Officers inside the location - no problems to report 
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Extra patrol - Hollywood area - checked n/s alleys for 
transient activity - no problems to report 


Radio call - 1710 Mc Cadden - r/p reports several transient 
blocking the sidewalk - upon arrival we contacted three (3) 
transients blocking the sidewalk - subjects were advised and 
sent on their way 


Code 7 - 6721 Hollywood 
Foot patrol - 6600 - 6700 blk of Hollywood - checked with 
business owners and workers in the general area - no 


problems to report 


BID office - patrol log 
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